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@) Positive Today: 3727 #4 Recovered Today: 1270 

ÏR Death Today: 05 4 Active Cases: 31310 

S+ Sample Positivity today: 15.50% R% Recovery Percentage: 88.25% 

| Total cumulative Positive COVID-19 detected: 400401 

2 Total Number (%) of COVID-19 Patients Treated/ Cured: 353346 (88.25%) 
3. Total Number (%) of COVID-19 patients migrated out of state: 8265 (2.06%) 
4. Total Number (%) of COVID-19 Deaths: 7480 (1.87%) 
5 Number of samples found negative for COVID-19 today: 20316 

6 Total number of samples sent for COVID-19 testing today: 17789 

7 Total number of cumulative samples found negative: 8662955 
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Detailed Status of Sample Tested 
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SARRATS VAT 


Hospital Wise Death 


| District Cumulative Deaths Name of The Hospitals mm of Deaths 


AIIMS Rishikesh Dehradun 


Dehradun Govt. Doon Medical College 
ECT 


Max Max Hospital Dehradun Dehradun 


Grand Total 





Details of State Control Room 


E-mail: covid19statewarroomuk@gmail.com, idsputtarakhand@gmail.com 


Toll free No: 104/01352609500 


S) Whatsapp No. 9412080544 


Details of District Control Rooms 


7617429778, 9068787120, 7830839443, 01372-252187, 01372-251437 
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COVID-19 Vaccination 
23rd January 2022 
* Sessions Held Today: 625 
* Number of Beneficiaries Vaccinated Today: 15956 
* Total Number of Beneficiaries Partially Vaccinated: 8393383 
* Total Number of Beneficiaries Fully Vaccinated: 6841653 
* Total Number of Beneficiaries Given Precaution Dose: 142245 


Details of Beneficiaries Vaccinated in Uttarakhand 


Last 24 45-17 
hrs aie 18+ years 18+ years 
4st And yea Partially Fully 
Partially : : 
2nd Waceinated vaccinated Vaccinated 
Dose (1st Dose (Both Dose 


(1st Dose 
Coverage) Coverage) Coverage 


Amora | as23 | 23509 | 379065 | 300878 | eomz | sosa | osas | osr | 133 | 8439 
7328 


Partially Fully 
Vaccinated | Vaccinated 

(1st Dose | (Both Dose 

Coverage Coverage) 


Partially Fully 
Vaccinated | Vaccinated 
(1st Dose (Both Dose 
Coverage Coverage) 


Total Dose 
Coverage 


Pithoragarh 


Rudraprayag 
total | 13094 375775 7708994 6542864 120578 116387 188036 182402 
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